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PC 


ROYAL HELLENIC NAVY - STATUS 
SC NO RES TOTAL 


CL 

OS*- 

DD 

DE 5 

SS 4 

PP 3 

AM 3 

YMS 13 



ABBREVIATIONS 


CL 

— _ 

Light Cruiser (6 in.) 

OCA 

— — 

Old Heavy Cruiser 

DD 


Destroyer 

DE 


Destroyer Escort 

SS 

— — 

Submarine 

PP 

— — 

Frigate — {escorts of all 

AM 

-- 

Minesweeper 

YMS 

mm mm 

Yard Minesweeper 

Note 

km : 

Italian Cruiser allocated 


types) 


Groeco not yet turned over 


Note B.: Also utilized as Escorts. 
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